SECTION D -J&etachment "" -•-•>? 

4-6. jf Detachments^ BBHHBHB 471). Operates and Maintains electromagnetic pulse 
technique equipment. Records data 1n support of Atomic Energy Detection System. Detects 4tid 
monitors electromagnetic pulse signals. Coordinates with host base, theater command, and other 
governmental and civilian agencies,, as necessary, to obtain support. 
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